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Message Text 


UNCLASSIFIED 

PAGE 01 RANGOO 02112 251127Z 

44 

ACTION EA-10 

INFO OCT-01 ISO-OO EB-07 /018W 

066284 

R 251032Z JUL 75 
FM AMEMBASSY RANGOON 
TO AMCONSUL HONG KONG 
AMEMBASSY BANGKOK 
AMEMBASSY SINGAPORE 
INFO USDOC WASHDC 
SECSTATE WASHDC 021 
AMCONSUL SYDNEY 

UNCLAS RANGOON 2112 

E.O. 11652: N/A 
TAGS: BTIO, BM 

SUBJECT: FOREIGN GOVERNMENT TENDER 

1. 546/01/T-0011 

2. 072575 

3. V. DICKEY 

4. 546 BURMA 

5. N 

6A. WRITE TO - 

6B. PROCURDTENT MAN AO R 

6C 

$ MYANMA OIL CORPORATION 
604 MERCHANT STREET 
RANGOON 

7. 20(T)MCY-MOC/EXP(75-76)CAP 

8. 082975 

9. 201 

10. 3621442 - 0010 SUPPV OF FIVE 7.5 KW GENERATING SETS POWERED 
BY DIESEL ENGINE DEVELOPING 15 BHP AT UT 

HKE HWDOWJBCP 

3621441 - 0005 SUPPLY OF THREE 3.5 KW GENERATING SET 
S POWERED 
BY DIESEL ENGINE. 

UNCLASSIFIED 

UNCLASSIFIED 
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11. SPECIFICATIONS AIRVVFCHED TO ACTION ADDRESSEES. THIS PROCURE- 
MENT WILL BE FINANCED FROM THE MYANV 98) :94094-589,'S CAPITAL 
BUDGET. COPIES OF THIS BID INVITATION CUK BE OBTAINED FROM 
TRADE OPPORTUNITIES SECTION, U.S/ 

DEPARTMENT OF COMMERCE 
WASHINGTONN D.C. 20)08. 

HOWARTH 


UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 25 JUL 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975RANGOO021 12 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750257-0435 
From: RANGOON 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t1 9750721 /aaaaasty. tel 

Line Count: 68 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION EA 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: ShawDG 
Review Comment: n/a 
Review Content Flags: 

Review Date: 05 MAR 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <05 MAR 2003 by ThomasVJ>; APPROVED <15 MAR 2004 by ShawDG> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
06 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: FOREIGN GOVERNMENT TENDER 

TAGS: BTIO, BM 

To: HONG KONG SINGAPORE 

Type: TE 
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